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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 035676 

63 

ORIGIN AID-59 

INFO OCT-01 ARA-10 ISO-OO FDRE-00 10-11 SS-15 PM-04 OC-05 

CCO-OO DHA-02 EB-07 SSO-OO DODE-OO /114R 

DRAFTED BY PH A/FDRC :FMCOLE : AE 
APPROVED BY PHA/FDRC:G. SHELDON 
DESIRED DISTRIBUTION 
AID/SER/DM 

062245 

O 130233Z FEB 76 ZFF4 
FM SECSTATE WASHDC 

TO AMEMBASSY GUATEMALA NIACT IMMEDIATE 
UNCLAS STATE 035676 


E.O. 11652: 


TAGS: 


SUBJECT:GUATEMALAN EARTHQUAKE - FIELD COMPUTER FOR CO- 
ORDINATION OF INFORMATION ON DISASTER RELIEF 
SUPPLIES & ACTIVITIES 

REF: A) GUATEMALA 1075 
B) STATE 034156 

1 . FDRC STILL SEEKING SOURCE OF DOD FIELD COMPUTER; ALSO 
ASSESSING ALTERNATIVE TECHNOLOGIES. 

IMMEDIACY OF NEED TO COLLECT INCOMING SUPPLY DATA AND 
ASSESSMENT DATA IS FULLY APPRECIATED. ASSUMING THAT NO 
DOD OR OTHER COMPUTER "PACKAGE" WE MAY FIND WILL MEET YOUR 
NEEDS, OTHER APPROACHES MAY BE FEASIBLE. DATA COLLECTION 
COULD PROCEED INDEPENDENTLY OF MACHINE INPUT AS LONG AS 
CONSISTENCY AND COMPATIBILITY OF DATA ARE INSURED. DATA 
COULD LATER BE PROCESSED AT A LOCALLY AVAILABLE COMPUTER 
SITE. 

UNCLASSIFIED 
UNCLASSIFIED 
PAGE 02 STATE 035676 

2. WE UNDERSTAND THAT THERE ARE MINI-COMPUTERS AND SMALL 
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MEDIUM SCALE COMPUTERS IN OPERATION IN GUATEMALA CITY. 

ANALYSIS AND PROGRAMMING EXPERTISE MAY BE AVAILABLE LO- 
CALLY. PHILIP CHURCH. USAID/G AG ECONOMIST KNOWS POTENTIAL 
AT SIECA AND HACIENDA. 

3. A PROJECT THIS AMBITIOUS APPEARS RISKY AT BEST IN THE 
CRISIS ENVIRONMENT YOU ARE FACING. UNLESS THE PROGRAMM- 
ING AND HARDWARE CAPACITY, INCLUDING EFFECTIVE MANAGEMENT 
, ARE AVAILABLE IN GUATEMALA CITY, WE STRONGLY RECOMMEND 
THAT OTHER LESS SOPHISTICATED APPROACHES BE CONSIDERED 
BY THE MISSION. SISCO 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF, EARTHQUAKES, COMPUTERS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE035676 

Document Source: CORE 

Document Unique ID: 00 

Drafter: FMCOLE:AE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760054-0881 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760250/aaaabrdh.tel 

Line Count: 72 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 GUATEMALA 1075 
Review Action: RELEASED, APPROVED 
Review Authority: housmasa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JUL 2004 by oatisao>; APPROVED <05 OCT 2004 by housmasa> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: UATEMALAN EARTHQUAKE - FIELD COMPUTER FOR CO- ORDINATION OF INFORMATION ON DISASTER RELIEF 
TAGS: SWEL, GT, US 
To: GUATEMALA 
Type: TE 
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